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UNCLASSIFIED 

PAGE 01 FRANKF 03499 271541Z 
ACTION SY-05 

INFO OCT-OI ISO-00 /006 W 

071170 281338Z/47 

R271515Z APR78 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC 1780 
INFO AMEMBASSY TEHRAN 

UNCLAS ERANKEURT 3499 


Message Text 


DEPT EOR SY/OPS/T, TEHRAN EOR TSO FROM OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: WALK-THRU METAL DETECTOR-TEHRAN 


CONNECTING CABLE EOR INTEX SENTRIC MODEL FS-2W METAL DETECTOR 
REQUIRED LENGTH, 25 FEET, 20 FEET NOT LONG ENOUGH. LEHMANN 


UNCLASSIFIED 
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